The  high  altar  in  the  Episcopal  CHURCH 
OF  THE  ASCENSION,  Chicago,  with  its  taber- 
nacle spire  soaring  over  20  feet  above  the 
pavement,  was  designed  by  Edward  Stout  in 
1  893  of  Italian  marble  with  mosaic  panels  ere- 


